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इस भाग में भिन्न पूष्ठ संख्या दी जाती है जिससे कि यह अलग संकलन के रूप में रखा जा सके । 
Separate paging is given to this part in order that it may be filed 

as a separate compilation . 


ELECTION COMMISSION , INDIA 

NOTIFICATION 

New Delhi, the 5th July 1966 
S . O . 2005 . - The following Order of the Election Commission is published for 
general information . 

ORDER No. 9A 
In exercise of the powers conferred by clause ( a ) of sub - section ( 1 ) of Sec 
lion 11 of the Delimitation Commission Act , 1962 . I hereby make the following 
corrections in the Delimitation Commission s Order No. 9 , dated the 16th Sep 
tember , 1965 , relating to the State of Madras, namely : 


In Table B of the said Order, 
( i ) in the entry against 21- Uttiramerur after the words " item ( 5 ) of the 

Appendix " , the words " and the village Punjarasanthangal" shall be 
inserted ; 


( ii ) in the entry against 22 -Kancheepuram after the words " item ( 5 ) of 

the Appendix " the words " and the village Punjarasanthangal" shall 
be inserted ; 


( iii ) for the existing entry against 24 - Sriperumbudur, the following entry 

shall be substituted namely : 
* 24 - Sriperumbudur . - - Sriperumbudur union [ excluding the panchayats 

specified in item ( 7 ) of the Appendix ] and Poonamallee union in 
Sriperumbudur taluk and the Military and Air Force establish 
ments near Avadi in Sriperumbudur and Saidapet taluks"); 
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( iv ) in the entry against 137 - Thirupparankundram , after the words 

" Travathanallur panchayats " the words and Somasundaram colony " 

shall be inserted ; and 
( v ) in the entry against 138 -Madurai West after the words " Madakkulam 

panchayate " , the words " and Somasundaram colony " shall be 
inserted . 

K . V . K . SUNDARAM , 
Chief Election Commissioner, India , 

[ No . 282 /MD / 64 .1 

By Order , 
PRAKASH NARAIN , Secy . 
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